Preparation of Your Paper in Camera-Ready Two-Column Format for the Proceedings of the 15th International Conference on Quality and Dependability - CCF2016 Author1*, Author 2** *Department1, Company1, City1, Country1 **Department2, Company2, City2, Country2 E-mail 1, E-mail 2 Abstract The organisers of CCF2016 intend to publish the Proceedings of CCF2016 - Advances in Quality and Dependability, which will include the papers (elaborated in English, preferably) accepted for this international conference These instructions give you guidelines for preparing camera-ready papers for CCF2016 (based on the IEEE model) It provides an example of the text size, format and column specifications that are required The abstract should give a concise and informative description of the paper, in 200 words or less, written to interest the reader as well as for information retrieval 1 INTRODUCTION As your paper is designed for publication in the Conference Proceedings, it must address the interests of readers with diverse specialties and backgrounds as well as with the author's peers The manuscript gives the details of the work It should be divided into sections, each with a heading, so that the reader can follow the logical development of the work 2 FULL SIZE CAMERA-READY COPY Your goal is to simulate, as closely as possible, the usual appearance of typeset papers in a technical journal Prepare your camera-ready paper in full-size DIN A4 format (21 0 cm x 29 7 cm) The paper length should not exceed ten pages 2 1 Format In formatting your page, set top and bottom margins to 25 mm and left and right margins to 25 mm The column width is 77 5 mm The space between the two columns is 5 mm Indent paragraphs about 5 mm Try to adjust the lengths of the two columns so they are the about same Please use automatic hyphenation Check the formatting of this document to obtain information about paragraph spacing 2 1 Type sizes and fonts Follow the type sizes specified in Table 1 (specified in points) as best you can (remember, there are 72 points per inch) Please use the Times New Roman font only and attributes as mentioned below Please use only English characters Type size Use for 8 References, footnotes 9 Tables, table names, table captions, figure captions, text subscripts and superscripts 10 Abstract text 10 Author affiliations, main text, equations, section titles, subheadings 13 Author names 12 Abstract title 16 Paper title Tab 1 Type size for camera-ready papers Don't forget to use italic style for the abstract and subsection headings 2 3 Numbering and attributing Use Arabic numbers and small caps for section headings Subsections should be numbered as shown and the subsection titles should be italicized Use bold face for the paper title and the headings of sections and subsections Do not number pages 3 UNITS Use the International System of Units (SI) only Never combine SI units and CGS or other units If you must use other units, always state the units for each quantity that you use in an equation or in a figure 4 HELPFUL HINTS 4 1 Figures and Tables Large figures and tables may span both columns and more than one column if you wrap the text around it Figure captions should be below the figures; table captions should be below the tables Fig 1 The process approach Figure axis labels are often a source of confusion Try to use words and symbols in the figure captions rather than the symbols alone 4 2 References Number citations consecutively in square brackets The sentence punctuation follows the brackets Refer simply to the reference number, as in , Number footnotes separately in superscripts1 Place the actual footnote at the bottom of the column in which it is cited Do not put footnotes in the reference list Give all authors' names; do not use "et al " unless there are six authors or more Papers that have not been published, even if they have been submitted for publication, should be cited as "unpublished" Papers that have been accepted for publication should be cited as "in press" or "in print" For papers published in translation journals, please give the English citation first, followed by the original foreign-language citation 4 3 Abbreviations and Acronyms Define abbreviations and acronyms the first time they are used in the text Abbreviations such as CSF, IEEE, SI, MKS, CGS, ac, dc do not have to be defined Do not use abbreviations in the titles unless they are unavoidable 4 4 Equations Number equations consecutively with equation numbers in parentheses flush with the right margin Italicize Roman symbols for quantities and variables but not function names (cos, exp, etc ), and units (1) Be sure that the symbols in your equation have been defined before the equation appears or that their definition immediately follows the equation 5 PREPARATION FOR EMAILING Please send all your manuscripts (maximum length: 8 - 10 pages) by E-mail to the following address: CCF2016@srac ro (to the attention of Dr Dan STOICHITOIU, Chairman of CCF2016) and with CC (Carbon Copy) to bacivaro@euroqual pub ro (to the attention of Prof dr Ioan BACIVAROV, Chairman of the International Scientific Committee of CCF2016) IMPORTANT! The deadline for the submission of all the papers accepted for this conference - which will be included in the Proceedings of CCF2016 - "Advances in Quality and Dependability": 30 of June, 2016 REFERENCES Author One and Author Two: "Title of Paper", Source, vol xxx, month year, pp First page - last page Author One and Author Two: "Title of Paper", Source, vol xxx, month year, pp First page - last page 1 Avoid footnotes if possible Try to integrate them into the text - - 